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E  are  pleased  to  call  attention  to  our  new  catalogue 
of  Ornamental  Iron  Work. 

We  have  been  established  in  lousiness  thirty 
years,  and  it  is  our  purpose  still  to  maintain  the 
high  standard  of  excellence  in  all  the  work  which  we  turn 
out. 

We  have  a  force  of  skilled  workmen  who  have  been  trained 
to  execute  our  work  so  as  to  bring  about  the  most  pleasing 
results. 

Our  modern  shops,  in  Chelsea,  Mass.,  which  are  only  twenty 
minutes'  ride  from  Scollay  Square,  are  always  open  to  archi- 
tects and  our  clients  for  the  inspection  of  Avork. 

Our  corps  of  draughtsmen  and  designers  is  at  the  service 
of  our  customers  to  plan  and  make  sketches  to  get  the  best 
results. 

High-grade  workmanship  and  ]»rompt  deliveries  are  our  aim. 

W.  A.  SrMOW  IRON  WORKS,  Inc. 
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SOME  RECENT  WORK  WE  HAVE  DONE 


WIDENER  MEMORIAL  LIBRARY 

HARVARD  COLLEGE 

HARVARD  MUSIC  BUILDING 

HARVARD  COLLEGE 

STATE  NORMAL  SCHOOL 

FRAMINGHAM,  MASS. 

PHILLIPS-EXETER  ACADEMY 

EXETER,  N.  H. 

FORSYTH  DENTAL  INFIRMARY 

BOSTON 

BANGOR  REAL  ESTATE  &  TRUST  CO. 

BANGOR,  ME. 

LYMAN  F.  GORDON  HOUSE 

WORCESTER,  MASS. 

LARZ  ANDERSON  HOUSE 

BROOKLINE,  MASS. 


Horace  Trumbauer,  Architect,  Philadelphia,  Pa. 


Howell  &  Stokes,  Architects,  New  York 


Guy  Lowell,  Architect 


Cram  &  Ferguson,  Architects 


Edward  T.  P.  Graham,  Architect 


Peabody  &  Stearns,  Architects 


Little  &  Browne,  Architects 


Little  &  Browne,  Architects 


All  work  illustrated  in  this  catalogue  was  made  and  erected  by 
W.  A.  SNOW  IRON  WORKS,  Inc. 
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Cast  Iron  Newel  Post  with  Iron  Stairs  and  Wrought  Iron  Railing 
MUSIC    BUILDING,   HARVARD   COLLEGE 

HOWELL  &   STOKES.    ARCHITECTS 
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Wrought  Iron  Newel  Post  and  Railing  with  Iron  Stairs 
PUBLIC  LIBRARY,  ATTLEBORO,  MASS. 

«".   H.    &    HENRY    McIEAN.   ARCHITECTS 
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Bronze  Stair  Rail 
PUBLIC  LIBRARY,  SOUTHBRIDGE,  MASS. 

LITTLE   &   BROWNE,   ARCHITECTS 
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Cast  Iron  Railing 
FORSYTH   DENTAL  INFIRMARY,  BOSTON 

EDWARD   T.   P.    GRAHAM,    ARCHITECT 
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Wrought  Iron  Stair  Rail 
EDISON  ELECTRIC  ILLUMINATING  COMPANY,  SOUTH  BOSTON,  MASS. 
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Bronze  Stair  Rail 
RESIDENCE  OF  HENRY  CLAY  PRICK,  PRIDES  CROSSING,  MASS. 

LITTLE  &  BROWNE,  ARCHITECTS 
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Interior  Wrought   Iron  Stair  Rail 
RESIDENCE  OF  LYMAN  F.  GORDON,  WORCESTER,  MASS. 

LITTLE  &  BROWNE.  ARCHITECTS 
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Stairs  erected  to  details 

Or  we  will  make  original 

drawings  for  approval 


■  Estimates  furnished 

for  making  and  erecting 

Ornamental  Staircases 

and  Railings 

with  open  or  closed 

stringers 
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Stairs  erected  to  details 

Or  we  will  make  original 

drawings  for  approval 


Estimates  furnished 

for  making  and  erecting 

Ornamental  Stairways  and  Railings 

with  open  or  closed  risers 
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Marquise 
RESIDENCE  OF  HENRY  CLAY   FRICK,  PRIDE'S  CROSSING.  MASS. 

LITTLE   &   BROWNE,   ARCHITECTS 
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Marquise 
RESIDENCE  OF  LYMAN  F.  GORDON,  WORCESTER,  MASS. 

LITTLE   &    BROWNE,   ARCHITECTS 
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Marquise 

RESIDENCE  OF  WILLIAM   H.  MOORE,  PRIDE'S  CROSSING,  MASS. 

LITTLE   &    BROWNE,   ARCHITECTS 
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Marquise 
ENTRANCE,  HOTEL  LENOX,  BOSTON 

JOHN    LAVEI.LE.   ARCHITECT 
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Marquise 
STORE,  BESSE,  ROLFE  CO.,  LYNN,  MASS. 
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Marquise 
ENTRANCE,  CAPE  ANN   SAVINGS  BANK,  GLOUCESTER,  MASS. 

E.     L.   PHILLIPS.    ARCHITECT 
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Wrought  Iron   Railing  and  Window  Guards 
RESIDENCE   OF  LARZ  ANDERSON,  BROOKLINE,  MASS. 

LITTLE   &   BROWNE.  ARCHITECTS 
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Balcony  Railing 
MUSIC   BUILDING,  HARVARD   COLLEGE 

HOWELL   &   STOKES,  ARCHITECTS 
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Wrought  Iron  Fence 
RESIDENCE  OF  FRANCIS  SHAW,  BEACON  STREET,  BOSTON 

LITTLE  &  BRO\f  NE.  ARCHITECTS 
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Entrance  Gates 
RESIDENCE  OF   HENRY   CLAY   FRICK.  PRIDE'S  CROSSING,  MASS. 

LITTLE  &  BROWNE,  ARCHITECTS 

These  Entrance  Gates  are  20  feet  wide,  9  feet  high 
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Entrance  Gates 
SKINNER  ESTATE,  DEDHAM.  MASS. 

Cl  Y  LOtt  ELL.  ARCfllTECT 
These  Entrance  Gates  are  18  feet  wide.  10  feet  high 
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Entrance  Gates 
RESIDENCE  OF  LYMAN  F.  GORDON,  WORCESTER,  MASS. 

LITTLE  X  BROWNE.  ARCHITECTS 

These  Entrance  Gates  are  17  feet  wide,  12  feet  high 
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Forecourt  Entrance  Gates 
RESIDENCE  OF  HENRY  CLAY  PRICK,  PRIDE'S  CROSSING,  MASS. 

LITTLE  &  BROWNE,  ARCHITECTS 

These  Entrance  Gates  are  14  feet  wide.   13  feet  high 
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Entrance  Gates  and  Lanterns 
MOORE  AND  SWIFT  ESTATES,  PRIDE'S  CROSSING.  MASS. 

LITTIE   S    BROWNE.    ARCHITECTS 
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Wrought  Iron  Entrance  Gates 
RESIDENCE  OF  JOHN  M.  DWYER,  DETROIT,  MICH. 

E.  W.  BOWDITCH.  ARCHITECT 
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Entrance  Gates  and  Lanterns 
PUBLIC  LIBRARY,  MALDEN,  MASS. 

E.  W.  BOWDITCII.  ARCHITECT 
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Entrance  Gates 
CEMETERY  AT  NORTH  WEYMOUTH,  MASS. 

A.  W.  LONGFELLOW.   ARCHITECT 
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Wrought  Iron  Fence 

FOREST  HILLS  CEMETERY,  JAMAICA  PLAIN,  MASS. 

This  Fence  is  7  feet  high  and  9.000  feet  in  length 
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Wrought  Iron  Fence 

RESIDENCE  OF  WILLIAM  H.  PAINE,  BEACH  BLUFFS,  MASS. 

The  height  of  this  Fence  is  i  feet.     It  can  be  made  any  height  up  to  8  feet 
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Wrought  Iron  Entrance  Gales 
EDISON  ELECTRIC  ILLUMINATING  COMPANY  PLANT,  MASSACHUSETTS  AVENUE,  BOSTON 

BlGEl.OW  &  WADSWORTH,  ARCHITECTS 
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Wrought  Iron  Fence  and  Gates 
UNITED  DRUG  COMPANY,  BOSTON 

Showing  Sliding  Gates.  Folding  Gates,  and  1.1(1(1  feet  of  Fence  7  feet  high 
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Wrought  Iron  Fence 
EDISON  ELECTRIC  ILLUMINATING  COMPANY,  SOUTH  BOSTON,  MASS. 

1.20n  feet  of  Fence  7  feet  liidi 
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Wrought  Iron  Folding  Gates 

BOSTWICK  PATTERN 

Any  size  made  to  order 
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Chaia  Link  Woven  Sleel  Factory  Fence 
SURROUNDING  PLANT  OF  FAIRBANKS  SCALE  COMPANY,  ST.  JOHNSBURY,  VT. 

This  Fence  is  7  feet  high,  3,000  feet  in  length,  with  our  Special  Sliding  Gates,  hung  overhead 
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Chain  Link   W  oven  Steel  Fence 
Pl'RITV  niSTILLERY  COMPANY.  CAMBRIDGE.  MASS. 
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Chain  Link  Woven  Steel  Fence  for  Parks  and  Schoolhouses 

5,000  FEET  ERECTED  FOR  THE  CITY  OF  CAMBRIDGE,  MASS. 

Made  48,  60,  72.  84.  96,  and  120  inches  high 
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Diamond  Double  Strand  Wire  Fence 
ERECTED  AT  PLAYGROUNDS  FOR  CITY  OF  BEVERLY,  MASS. 
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Park  Pipe  Rail 

AT  RIVERBANK  PARK,  CAMBRIDGE,  MASS. 

17,000  feet  erected  for  the  Metropolitan  Park  Commission 
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Galvanized  Woven  Wire  Fence,  with  Iron  Posts  and  Top  Rail 

FOR  COUNTRY  ESTATES  AND  PRIVATE  RESIDENCES 

Made  irom  3  feet  to  8  feet  high.     A  very  durable  Fence 
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Wrought  Iron  Balcony 


RESIDENCE  OF  LYMAN  F.  GORDON,  WORCESTER,  MASS. 

LITTI.K   &   BROWNE,   ARCHITECTS 
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Bronze  Front  Entrance  Doors 
RESIDENCE  OF  HENRY  CLAY  FRICK,  PRIDE'S  CROSSING,  MASS. 


LITTLE  &  BROWNE,  ARCHITECTS 
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Wrought  Iron  Window  Grilles 
WIDENER  MEMORIAL  LIBRARY,  HARVARD  COLLEGE 

IIORACK  TRUMBAUER,  ARCHITECT 
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Wrought  Iron  Door  Grilles 
RESIDENCE  OF  LYMAN  F.  GORDON,  WORCESTER,  MASS. 

LITTLE  &  BROWNE,  ARCHITECTS 
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Wrought  Iron  Ceiling  Grille 
MUSIC  BUILDING,  HARVARD  COLLEGE 

HOWEI.L  &  STOKES,  ARCHITECTS 
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Bronze  Window  Grille 
PUBLIC  LIBRARY,  SOUTHBRIDGE,  MASS. 

LITTLE  &  BROW  NE.  ARCHITECTS 
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SPIRAL   STAIRS 


Prices  on  application 


We  have  patterns  for  Stairs 

36  inches  42  inches 

48  inches  54  inches 

60  inches  72  inches 

Any  size  made  to  order 


These  Stairs  are  made  with  and 
without  risers 
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FIRE-ESCAPES 

For  Factories,  Schoolhouses 
Hotels,  Dwellings 

Fire-Escapes  are  all  made  to 
order  to  meet  special  require- 
ments 

Can  he  furnished  either  with 
or  without  Stationary  Stairs, 
Cantilever  Stairs,  or  Folding 
Ladders 


Estimates  given   on  application 
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FIRE-ESCAPES 

Fire-Escapes  as  used  on 

Schoolhouses    by  the 

City  of  Boston 

FROTHINGHAM    SCHOOL,    BOSTON 


Prices  on  application 
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STEEL  LOCKERS 
Fire    Proof,    Sanitary,    Durable,    Safe 

STANDARD  SIZES 

12,  15,  18,  24  inches  wide 
12,  15,  18,  24  inches  deep 

60  and  72  inches  high,  single  tier 
36,  42,  48  inches  high,  double  tier 

EQUIPMENT 

Hat  Slielf  8  inches  below  top  in  single  tier 

Three-wav  Locking  Device 

Securing  Door  at  top.  l)Otton].  and  center 

Rust  Proof  T  Handle 

Rust  Proof  Coat  and  Hat  Hooks 

Solid  Brass  Number  Plates 

6-ineli  Adjustable  Legs 


TYPE  S 

For  duslv  places  or  where  privacy  is 
desired.  Vi  ell  venlilated  bv  iiieanH'  of  cov- 
ered ventB.     A  good  all-round  Locker 


TYPE  H 


This  slvle  proWde?  thorough  ventila- 
tion with  the  opportunity  of  inspection  of 
contents.     For  Gvninasiums  and  similar  uses 
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Wrought  Iron  Grating  for  Sidewalks  and  Areas 

Price  per  square  foot,  SI. 00 
Any  size  furnished  to  order 


Wrought  Iron  Threshold 

(Fall  size 
^  rought  and  Cast  Iron  Thresholds  made  to  orde 
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Sidewalk  Doors  with  Steel  Diamond  Plate  Top 

VERY  STRONG  AND  DURABLE 

Can  be  lifted  without  the  use  of  worm  gear  operating  device  in  sizes  less  than  5x5  feet 
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